To:  R8EISC[R8EISC@epa.gov] 

Cc:  Rex  Sistek[rsistek@aquametrologysystems.com] 

From:  Rick  Bacon 

Sent:  Sat  8/8/201 5 8:31 :35  PM 

Subject:  Silverton  Arsenic 

Dear  Mr.  McGrath 

We  have  provided  a number  of  mines  in  the  USA,  Canada  and  Latin  America  with 

remote  analyzers  for  continuous  arsenic  monitoring  to  provide  early  warnings  of  such  incidents 

and  reduce  the  risk  of  them  happening  in  the  future. 

Please  let  me  know  if  we  can  he  of  help  in  Silverton  or  anywhere  else  where  risk  management  is 
required 

Best  regards 

Rick. 


Rick  Bacon, 

C.E.O. 

Aqua  Metrology  Systems  Limited 

1225  E Arques  Avenue 

Sunnyvale,CA  94085-4701 

Tel  + 1 408  523  1900  (USA  Direct) 

Tel:  +1  617  543  6522  (USA  Cell) 

Tel:  +34  660  486  134  (Spain  Cell) 

Tel:  +44  (0)7766  318616  (UK  Cell) 

skype:  rickj bacon 

WWW . aquam  etrol  ogv  s v stem  s . com 

http://www.tthmalert.com 
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